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diameter, and in the center of each side is another of the same
size and figure; thro5 these last are gates, on each side of which
are disposed at equal distances five small turrets, of about ten
feet diameter, and between ever}7 tower or turret are two
arches, making in all twenty-four on each side of the square;
these are filled up to within one foot of the surface of the wall,
and give it a magnificent appearance.
Most of the walls are near fifty feet high and thirty thick,
with loop holes for four thousand men, exclusive of those
on the top of the works. Having thus surveyed the outer part
of the envelope, I entered at the south-gate to examine its
internal construction.
This and the other gates are only ten feet wide at the
entrance, but enlarge to fifteen, and are about twenty feet
high. Here I saw a door which seemed the entrance into the
casmates. It was six feet high, and arched over; but being very
dark, I could not observe the way wrhich mounted to the loop
holes, but imagine it was by stairs in the towers at the angles.
The arches over the gates are well turned, being segments of
circles. At present the gates are almost entirely filled up*with
rubbish and loose stones. The walls on the inside are plain.
Next adjoining to the south-side is a parade of six hundred and
twenty feet long, and two hundred and sixty broad, affording
sufficient room to draw up ten thousand men.
On the south-side of the parade stands the castle, which
is likewise a regular square, whose interior side is three
hundred feet; fortified like the envelope with round towers
at the angles, and on the center of the curtains. The interior
diameters of these towers are only eight feet.
The only entrance into this building was from the north-
gate, except at the north-west angle, where there has been
a little door.
The inside is divided into four divisions or squares, the
lower parts of which seems a cluster of'arches. These were,
I suppose, the magazines, and over them the rooms for the
officers, but they are all now ruined; and by the great quantity
of rubbish which has fallen down, it appears these buildings
were formerly very high. In the N.W. square are three large